Birmingham 
■Water Works 


UAB 

MUCKROCK NEWS - MR 62222 
411-A HIGHLAND AVE 
SOMERVILLE, MA 02144-2516 


Date 11/08/2018 


Account: 210010108331 

Service Address: 1716 UNIVERSITY BLVD 
BIRMINGHAM, AL35233 

Dear Customer: UAB 

Enclosed is the consumption history information you requested. Should you have any questions 
please contact us at (205-244-4000). 


Bill Due Date 

Billing Days 

Device 

10/29/2018 

0032 

30041228 

30041227 

22023735 

10/10/2018 

0034 

22023735 

30041227 

30041228 

08/17/2018 

0025 

30041228 

30041227 

22023735 

07/23/2018 

0032 

22023735 

30041227 

30041228 

06/21/2018 

0035 

22023735 

30041227 

30041228 

05/21/2018 

0027 

22023735 

30041227 

30041228 

04/24/2018 

0030 

22023735 

30041227 

30041228 

03/21/2018 

0028 

22023735 

30041227 

30041228 

mm 

0034 

22023735 

30041227 

Customer Se 

vice Departm 

$$041228 

mm™ ' 

$9§?Works 

» 1228 

30041227 

22023735 


Meter Reading 


[Consumption 


[Bill Amount 


3,694 

81 
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16 
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17 

656 

17 

823 

16 

3,613 

46 

3,567 

37 

807 

13 

639 

35 

604 

39 

794 

15 

3,530 

43 

565 

34 

779 

16 

3,487 

39 

531 

24 

763 

8 

3,448 

29 

507 

25 

755 

2 

3,419 

20 

482 

28 

753 

0 

3,399 

40 

454 

39 

753 

0 

3,359 

37 

3,322 

22 

753 

3 

415 

31 


1957.50 


349.69- 


1633.18 


2047.60 


1931.04 


1523.07 


1319.08 


712.60 


1741.62 


1433.22 
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30041227 

30041228 


750 

3,300 


